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Message Text 

UNCLASSIFIED 

PAGE 01 VIENNA 06542 200230Z 
ACTION OES-09 

INFO OCT-01 EUR- 1 2 ISO-OO ACDA-12 CIAE-00 INR-10 10-14 
L-03 NSAE-00 NSC-05 EB-08 NRC-07 SOE-02 DODE-OO 
SS-15 SP-02 CEQ-01 /101 W 

106678 201756Z/45 

R 191814Z JUL78 
FM AMEMBASSY VIENNA 
TO SECSTATE WASHDC 7250 
INFO USDOEHQ WASHDC 
USDOEHQ GERMANTOWN 

UNCLAS VIENNA 06542 

USIAEA 

DEPT PASS IO/SCT 
DOE FOR AMMONS, IA 

E.O. 11652: N/A 

TAGS: ENRG, TECH, IAEA 

SUBJECT: IAEA DRAFT SAFETY GUIDE ON QUALITY ASSURANCE 
AUDITING FOR NUCLEAR POWER PLANTS 

1 . MISSION HAS RECEIVED LETTER FROM ACTING DIRECTOR 
GENERAL ZHELUDEV DATED JULY 18, 1978, FORWARDING DRAFT 
SAFETY GUIDE ON QUALITY ASSURANCE AUDITING FOR NUCLEAR 
POWER PLANTS. 

2. AGENCY REQUESTS THAT ANY COMMENTS ON THE SAFETY 
GUIDE BE SUBMITTED NOT LATER THAN OCTOBER 18, 1978. 

3. COPIES OF LETTER AND DRAFT SAFETY GUIDE HAVE BEEN 
POUCHED TO DOE (AMMONS) AND NRC (HAUBER). 

4. PLEASE ADVISE. KIRK 

UNCLASSIFIED 
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